RECONSTRUCTION OF CROTON LAKE GATEHOUSE, NEW YORK
The landmarked gatehouse structure
for the main New York City
reservoir had to be rehabilitated at
this prominent site and an
expansion unit incorporated into the
design. The challenge was to use
new materials in a style compatible
with that of the historic structure to
create a symbol for the entire system.
The challenge is embodied in
questions for research, for example,
"What are likely ranges of service
lives for recycled or reprocessed
materials, components, and facilities,
considering both compatibility of
these materials with existing facilities
and application in new facilities?"
